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ACTION OES-05 

INFO OCT-01 10-10 ISO-OO ACDA-10 CIAE-00 INR-07 L-03 
NSAE-00 NSC-05 EB-07 NRC-07 FEAE-00 PM-03 DODE-OO 
/058 W 

025188 

R 020836Z JUL 75 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 6062 
INFO USERDA GERMANTOWN 

UNCLAS IAEA VIENNA 5679 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUBJECT: IAEA REGIONAL TRAINING COURSE ON ESTABLISHMENT OF 
NUCLEAR POWER PROGRAMS. 

REF: A. AMMONS/LABOWITZ TWX 212001Z MAY 75. 

B. AMMONS/GABBERT TWX 252000Z JUN 75. 

1. DUE TO UNFORESEEN COMPLICATIONS WITH UNDP 

AND GOVERNMENT OF PHILIPPINES RE ARRANGEMENTS FOR 
CONVENING SUBJECT COURSE IN MANILA OCTOBER 27 - 
NOVEMBER 7. 1975, IT IS POSSIBLE (BUT NOT YET CERTAIN) 

THAT COURSE MAY HAVE TO BE POSTPONED. EXPECT TO KNOW 
FOR SURE WITHIN COUPLE OF WEEKS. 

2. AGENCY (GOODMAN) PLEASED WITH PROSPECTIVE 
LECTURERS PER REFS, AND INDICATED THERE WOULD 
PROBABLY BE NO RPT NO DIFFICULTY IN PICKING UP TRAVEL 
COSTS OF SOME EXPERTS. 

3. TRAINING COURSE WILL BE LIMITED TO 30 PARTICIPANTS, 

WHICH ARE EXPECTED TO BE PRIMARILY MIDDLE MANAGEMENT 
LEVEL. 

4. WILL PROVIDE ADDITIONAL DETAILS AS SOON AS 
UNCLASSIFIED 
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